From: Barry Cadden 

Sent: Thursday, April 09, 2009 10:19 AM 

To: Sharon Carter 

Subject: FW: Sentara L. 


From: Barry Cadden 

Sent: Thursday, April 09, 2009 10:17 AM 
To: Thomas Pare 
Subject: Sentara L. 

Testing? Both of these ropiv/clon products are low volume/special order products with conservatively short BUD’s, (45 

days). When lots are for #50 units or fewer and dispensed to a single facility, we tend not to send test samples to the 
analytical lab. What have you discussed? 
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